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2.131 (c) (1) 

HANDLING OF ANIMALS, 

Faciiriy permits public feeding of lions throt>gh a clear sneet el plexi-glass approximately Sft.X4ft in size with a 2ir»ch X 
2inch hole (the eame size as the cyclone wire tenging holes-} cot in (tie canter panel- TTie panel >s liuing go small 
hooks on the outside ol the cvcfone fanclr^. The Keeper staled that thawed meat is rolled Into a tubO' shape and lf>a 
customer ts ingiructed to push the meal 'wUh a flattened hand to the lion through the opening in Ihte plexi-glass cutout 
The keeper alee staled that Ihe public mey experience e briet mcmeni where the lion s tengue mey corire in centect 
with the palm of Ihe hand of the Fe 0 der. This public feeding acllvity may allow lor Pnef contaci with the Iton s longue 
and poses the risk of the public poleniially extending a finger past the plane of the lion g primary enclosure fence- 
^uliicienL dislance and-'or barriers between the enimal end Ihe public se as to assure the selety of Ihe ammels end 
the public must be m place. 

Cerred for all luljure linspecuons. 
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